UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CASE NO. 


SC10021 

OFFICIAL WARNING violator 



VIOLATION OF FEDERAL REGULATIONS 


Customer # 41 196 
Certificate # 56-C-0225 
Charles Beam 
All American Petting Zoo 

ADDRESS (Street, City, State, Zip Code) 


398 Tickton Hall Lane 
Ridgeland, SC 29936 

The Department of Agriculture has evidence that on or about March 18, 2010 - March 29, 2010 you or your 
organization committed the following violation of Federal Regulations: 

9 CFR, SECTION Failure to 


2.40 (a)(1) 


2.40 (b)(2) 


3.29 (a) 


• Employ an attending veterinarian under formal arrangement. 
Part-time attending veterinarian or consultant arrangements, 
shall include a written program of veterinary care and 
regularly scheduled visits to the premises. 

(**Has been over a year since an attending veterinarian was 
employed. 

**A written program of veterinary care is not available for 
inspection.) 

• Establish and maintain adequate veterinary' care that includes 
the use of appropriate methods to prevent, control, diagnose, 
and treat diseases and injuries, and the availability of 
emergency, weekend, and holiday care. 

(**A white female Angora goat w ith severely lame front feet, was 
taken to a scheduled appointment 3/29/10, where she was euthanized. 
The animal was cited on 3/18/10 for the problem. 

**Pygmy goat #15 is still limping on its left fore, is thin, patchy areas 
of hair loss on left side and right side at the shoulder and hip. 

**A white pygmy goat with black feet and black diamond of fur on 
its nape and black line down its back has purulent (nasal discharge).) 

• Feed guinea pigs each day except as otherwise might be 
required to provide adequate veterinary care. The food shall 
be free from contamination, wholesome, palatable and of 
sufficient quantityand nutritive value to meet the normal daily 
requirement for the condition and size of the guinea pig. 

(The three guinea pigs are being fed sweet feed or rabbit feed and 
some hay instead of a guinea pig diet.) 







9 CFR, SECTION 


Failure to 


3.53 (c)(2) • Provide space requirements for primary enclosures acquired 

on or after August 15, 1990. Each rabbit housed a minimum 
amount of primary enclosure floor space exclusive of space 
taken by food and water receptacles. 

(**Three large rabbits are in a cage measuring 24" x 18", weigh 4.4 - 
8.8 pound range requiring 3 square feet of floor space. 

**Two other large rabbits are in a cage measuring 28" x 15.5", 
requiring 6 square feet of floor space for their size.) 


Titles 7 & 9 Code of Federal Regulations were promulgated to help prevent the spread of animal and plant pests and 
diseases and assure the humane treatment of animals. Since violations of the regulations can have serious and costly 
impact detrimental to the public interest, you are warned of this violation. Any further violation of these regulations may 
result in the assessment of a civil penalty or criminal prosecution. If you have any questions concerning this warning or 
violation, please contact the listed APHIS Official. 







